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sterilising chest fitted with a steam trap.    The washing-trough is divided into
two parts for hot and cold water by a double partition which is heated by steam,

By courtesy of the Dairy Outfit Co., Ltd.
FIG. 77.    " D.O.C." Sterilising Plant.

obviating any heat loss from the hot-water section.    The boiler may be fitted
either adjoining the tank or some distance away as desired.

(4) The " Desco " Low-pressure Steriliser.    This type of plant is cheap but
its low cost does not result in any loss of efficiency, and with such plants obtain -

By courtesy of Perfect Dairy Machines, Ltd.
FIG. 78.    " Desco " Low-pressure Steam Steriliser.
able, no producer or distributor can plead that high cost prevents the installation
of a proper and efficient steam-sterilising system. The plant, which is manu-
factured by the Perfect Dairy Machines Ltd., consists of a steam chest and boiler.
Tanks can be added if desired, although these are not advisable owing to the